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The 'Vax 3000' super computer that Controls Britam’s 
vast undersea nuclear missile base has malfunctioned. 
Unless shut down it will launch hundreds of missiles 
around the world triggering thermo-nuclear war. 

As the 'Vax 3000' went to battle stations, ail entrances 
were automatically sealed and ail signais jammed. There 
is no way through-no way to shut down the computer 

-no way to stop the 
holocaust-or is there 7 
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